ROUTING LIST 


PHILIP MORRIS USA 

S. ALTER 
C. BECK 
M. BENNETT 
B. CAMPBELL 

K. GALEOTTI 
V. GONG 

M. MARGOLIS 

L. MILLER 
J. SPECTOR 
J. THOMPSON 
S. WAKID 


CONCORD TEST 


LEO BURNETT COMPANY 

D. BAUM 
J. BERKEY 

J. DENNETT 
B. HARMON 
B. HEIN 

B. HOUGHTLIN 
B. JOHNSON 
B. KORDUPLEWSKI 
D. LEMLEY 

K. MCARTHUR 
D. MILLER 
P. MORAN 

J. O'BRIEN 
A. PARR 

K. SCHMID 
H. SCHWENKE 


fo 
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PHILIP MORRIS U.S.A 


INTER-OFFICE CORRESPONDENCE 


TO: 


FROM: 


SUBJECT: 


Routing List 
Cheryl Lee • 
Concord Test 


120 PARK AVENUE, NEW YORK, N.Y. 10017 


DATE: 


June 27, 1985 


Attached is the test schedule for Concord Menthol and 
Concord Non-Menthol. 


CL: tr 

Attachment 
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